Mr. Dickey identified exhibit C-l as a May 23, 1979 safety grievance
concerning an unsafe slope belt.  The belt had several missing rollers
which caused the slope car cable to cut into the ties and cement.
He and several others miners reported the condition to the safety
committeeman, and when mine management took the position that there was
nothing wrong with the cable, Mr. Dickey exercised his safety rights
and refused to ride the slope car into the mine.  MSHA was called in
and the respondent was cited for the condition, and the crew was paid
for the shift (Tr. 23-25).

Mr, Dickey identified exhibit C-2 as an October 4, 1979, safety report
he and another miner filed concerning the slope belt emergency evacuation
system.  Mr. Dickey's complaint concerned his refusal to ride the belt
out of the mine in other than emergency situations.  He refused to ride
the belt when the slope car was out of service, and when mine management
refused to pay him for staying in the mine he filed one grievance for his
pay and another one seeking to clarify the emergency use of the belt
in question (Tr. 26-31).

Mr, Dickey testified as to safety dispute on February 1, 1979,
concerning the lack of adequate communications on the slope car.  He
indicated that communications had to be maintained between the car and
the hoist operator, and on the day in question the system was not working.
He and other crew members exercised their safety rights and refused to
ride the car until the problem could be taken care of.  Mr. Dickey stated
that he suggested the use of walkie talkies, but that this was rejected
by mine management.  He also stated that mine superintendent Sam Pulice
accused him of being the "ring leader'1 in complaining, and also told
him he "was creating a lot of waves that shouldn't be created" (Tr. 37).
Mr. Dickey stated that the communications on the slope car were restored
during the day shift and he went into the mine and went to work (Tr. 36;
exhibit C-3).

Mr. Dickey identified exhibit C-4, as a report of an Incident which
occurred on November 30, 1979, and which resulted in a charge of insubor-
dination being filed against him.  Mr, Dickey stated that he was operating
a continuous miner loading coal onto shuttle cars when he saw someone
walking up to and along side his miner.  He flashed his cap lamp at him
and Mr. Dickey shut off the machine.  The person was section foreman
Kenny Foreman, and he spoke with Mr. Dickey about some work which needed
to be done.  Mr. Foreman was between the machine and the rib, and Mr. Dickey
refused to start his machine until Mr. Foreman removed himself -from a
position of danger between the machine and the rib.  Mr. Foreman would
not move, and Mr, Foreman informed him that if he didn't start his
machine and begin loading he would charge him (Dickey) with insubordination.

Mr. Dickey stated that when Mr. Foreman refused to remove himself
to a safe position-, Mr. Dickey informed him that he was involing his
safety rights and would refuse to operate the machine as long as Mr. Foreman
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